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D. Three years of warranty and maintenance and three years of SWMA 


Answer: D 


QUESTION: 43 
Which of the following are three reasons why customers value Power Systems with 
IBM i? 


A. Simplicity, lowest cost of acquisition 

B. Large application portfolio and lowest entry price 

C. Simplicity, Integration and lower total cost of ownership 
D. Scalability, and ability to run Windows applications 


Answer: A, B, C 


QUESTION: 44 
What is the maximum number of developers that Rational Team Concert Express for 
Power Systems will support? 


A. 10 
B. 25 
G. 50 
D. 100 


Answer: C 


Reference: 
http://publib.boulder.ibm.com/infocenter/rtcihelp/v2r0/index.jsp?topic=%2Fcom.ibm.te 
ami.prodover view.doc%2Ftopics%2Fc_RTCi_editions.html 


QUESTION: 45 
Which of the following functions is included in IBM Systems Director Navigator for i at 
IBM i 7.1? 


A. PM for POWER 

B. System Planning Tool 

C. Performance Data Investigator 
D. Application Runtme Expert for i 


Answer: C 


Reference: 


https://www.ibm.com/developerworks/mydeveloperworks/wikis/home/wiki/IBM%20i% 
20Technolog y%20Updates/page/Performance%20Data%20Investigator?lang=en 
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